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1 HP Electric Hand Carry 
Direct Drive Compressor - Model PC1010 
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Applications: 


Finish and Trim 
Hobbies & crafts 


Features and Benefits: 

• Hand carry-ultra quiet and lightweight, only 20 lbs. 

• Direct drive motor/pump for efficient operation 

• Aluminum cylinder 

• 1.0 gallon of air capacity 

• Standard equipment: regulator, pressure gauges, 
1/4" universal coupler, air filter 

• Comfortable cushioned grip 

• Lubeless pump 


Specifications: 


Power Source 
Horsepower 
Motor Type 
SCFM@100psig 
Pump-Up Time 
Recovery time 35 sec. 
Current Draw 
RPM 

Weight (lbs.) 
Height (in.) 
Width (in.) 
Tank 
Pump 


Electric 11 0-V 
1 hp peak 

induction, cap start 
0.6 

128 sec. (0-120) 

(90-120) 

4 Amps 

3400 

20 

10.3" 

14"x12.5" 

Single 1 gallon 

Oil-less 


Performance: 


• FinishPro 10 - 44 drives per min. 20 drives before kick -in 

• FinishPro 15 - 24 drives per min. 13 drives before kick -in 

• FinishPro 18 - 20 drives per min. 1 1 drives before kick -in 
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